From: 

Rosas, Giovanni (DPH) 

Sent: 

Tuesday, April 26, 2011 11:41 AM 

To: 

Howard.Lefkin@umassmed.edu 

Subject: 

Question about course 

Hi Howard 



I am writing on behalf of an employee who has taken an online training course, her name is Shirley Sprague and because 
she is administrative personnel she does not have to complete the rest of the training, she only completed part of it 
however she keeps receiving an email UMass Medical School Online H&S Training - Annual Renewal. 

Thanks 


Giovanni Rosas 
Administrative Assistant 
William A. Hinton State Laboratory 
Massachusetts Department of Public Health 
305 South Street, Boston MA 02130 
Phone: 617-983-6689 
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